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MINISTRY OF HEALTH AND FAMILY WELFARE 
(Department of Health) 

NOTIFICATION 

New Delhi, the 8th August, 2003 

£0. 913(E).—In exercise of the powers conferred by clause (f) of Section 4, read with sub-section (3) of Section 
6, of the All India Institute of Medical Science Act, 1956 (25 of 1956), the Central Government hereby nominates Dr. K. K. 
Talwar, Professor and Head of Department of Cardiology, All India Institute of Medical Sciences, New Delhi to be a member 
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of the All India Institute of Medical Sciences, New Delhi in place of Prof. P. Vfenugopal and for that purpose makes the 
following amendment in the notification of the Government of India in the Ministry of Health and Family Welfare Number 
V-16011/1/98 ME (PG) (III), dated the 19th November, 1999, published in the Gazette of India Part II, Section 3, Sub-section 
(ii) vide number S, 0.1154(E), dated the 19th November, 1999, namely:— 

In the said notification, for serial number 3 and the entry relating thereto, the following serial number and entry 
shall be substituted, namely :— - 

“3 Dr. K. K. Talwar 

Professor and Head of Department of Cardiology, 

All India Institute of Medical Sciences, 

New Delhi.” 


[No. V. 16011/1/98-ME Desk-I ] 
BHANU PRATAP SHARMA, Jt. Secy. 

Foot NoteThe principal notification was published inthe Gazette of India vide notification number S.0.1154(E) 
dated the 19th November, 1999. Further amended vide Notification No. S. 0.5 5(E) dated 1 i -1-2002. 
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